8.  On July 28, 1980, Inspector Phillips modified and terminated the
citation as follows:

This citation is modified to indicate the American
National Standards Specifications for use of wire ropes for
mines Mll.l 1960 or the latest revision thereof was not
being used as a guide for inspection and removal of the man
cage wire rope as indicated by the above mentioned conditions
in the original Citation No. 0631927 and the Mine ID should
have been 46-01456 instead of 46-01455.

The Company installed a new wire rope on the man cage in

A shaft.

9.     On  March 14,   1979,   the American  Standards  Institute,   Inc.,  approved
a  revision of  the "American National   Standard   for  wire  rope   for mines"

ANSI  Jill. 1-1980   (hereinafter ANSI  Standard).     The  pertinent   provisions of the
above   standard   are  as   follows:

1.5    Mandatory and Advisory Rules.     In  the   standard,   the
word  "shall"  is to be understood  as  denoting  a mandatory
requirement;   the word  "should"   is  advisory  in nature  and   is
to be  understood  as denoting  a recommendation.

3.11.3    Visual  Evidence  of  Rope  Degradation.     In addition
to   the regularly  scheduled   inspections,   the  machine's
operating   personnel  should  report  any visual  evidence of  rope
degradation,   such as:

(1)   Severe abrasion,   scrubbing,   peening,   or kinking,   or
broken outer wires
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(3) Severe reduction of rope diameter or an observable
increase in rope lay.

*            *                         *                         A                        A                         A                          A

(8)  A rapid increase in the number of broken wires. . . .
4.6.2 Retirement Criteria

4.6.2.1 Causes for Rope Retirement.  The following are
causes for removal of wire rope:

Visible Wire Breaks. More than six randomly dis-
tributed broken wires on one rope lay or three broken wires
in one strand in one rope lay,

1852  time for removal of the man cage wire rope in
